stability from a manufacturer with over fifty years of combined experience 
designing, manufacturing, and delivering high-quality oilfield tools, including di 
pipe float valves, stabbing guides, baffle plates/valves, valve pullers, rotati 
mouseholes, and tong blocks. In addition to providing complete in-ho 
remanufacturing along with re-certification. 

By using the latest in 3D modeling for product design and by staying current wi 
the rapid advances in manufacturing technology and quality-assuran 
standards, Keystone is able to manufacture and produce the most relia 
products on the market today. 



»ur experienced sales team is dedicated, always here to support our custom< 
nd distributors and ready to answer any questions that you have regarding c 
roducts. We pride ourselves on same-day quotes and expedited shipping. 



Services 



ith our years of experience of bridging the gap between quality and service, 
customers and distributors, and performance and economy, Keystone 

derstands the critical requirements of the oil and gas industry, from on-time 
delivery to competitive pricing and oilfield product availability. 



With over 30 years experience in manufacturing elevators we offer one of the 
most knowledgeable teams in elevator remanufacturing along with re- 
certification. Our Load testing facility is available for testing all elevators and 
spiders. As a manufacturer of Rotating mouse-holes we provide complete in- 
use remanufacturing of your rotating mouse-hole tool. 



Stabbing Guides 



Features include 



ght weight Aluminum 



nstruction 



orrosion Resistant Hardwa 



dju stable Latch Cam 



ange = 2 3/8" thru 8 l A"Tot 
>int OD 



Keystone Energy Tools, LLC 

8404 Highway 90 West 
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